Brief comment text:

Hello - as a licensed Ham operator (KQ4HWA), I enjoy the ability to access and use a variety of radio equipment.  I am an active user of Meshtastic LoRa devices, which operate in the 900-915MHz range, and which would be impacted negatively by this proposal.  I respectfully request that the FCC reject NextNav’s proposal in its current form and encourage a more balanced approach that protects the interests of open-source projects such as Meshtastic, community-driven networks, and the broader public.  Thank you for your consideration.
